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1, Soviet authorities have relaked the Rumanian Government because outdoor 
construction work has been closed dwm on account of cold weather. They 
informed the Rumaniens tha’ in the USSR suca work was performed at 
temperatures of minus 40 dagrees Fahrenheit. ‘ 


2. ‘The Rumanian authorities excused their action on the sround that Rumanian 
workers Were not equipped for cold weather and therefore refused to worko 
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